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20  .  0Hii.IRi'4;U^  AND  i.  GiffijiHS  OF  'UlU  DUir^iSDALE 

P.Ui-UIi  DISTHI02  OOUliOID. 

Oan-t.-omen, 

I  beg  to  present  you  with  my  fifteenth  Annual  Esport 
on  the  healjjh  and  Sanitary  Condition  of  your  District  for  the 
year  1925» 


BIRTHS. 


The  total  number  of  Births  registered  ms  95,  45  males, 50  females. 
Of  these  2  males  and  3  females  were  illegitimate, a  decrease  of  16 
from  last  year, and  giving  a  rate  per  1,000  14*7« 


DEATHS. 


The  number  of  Deaths  registered  in  the  District  v/as  84,  38 
males, 46  females, an  increase  of  17  and  giving  a  rate  per  1,000 
13*  0. 


VITAL  STATISTICS. 

MALE.  FEMALE.  TOTAL. 


lirths  in  19S5. 

45. 

50  « 

95* 

Deaths  in  1925* 

S8* 

46. 

84. 

RATES 

PER  1,000  OF  POPULATION. 

» 

BIRTH 

DEATH 

DEATH  FROM 

RATE  OF  DEATHS  UilLSE 

BATE* 

rate. 

TUBERCULOSIS 

1  YEAR  TO  1,000 

OF  RESPIRATORY 

BIRTHS. 

SYSTEM. 

1924*  16 

2. 

10  3. 

0  15. 

28. 

1925.  14 

7. 

13.0. 

0  93. 

31. 

Increase  or 

V 

Deorease  in 

1925  en  5  years 

average*  ....-S 

2. 

1  1. 

0  41o 

36. 

prevlosjs  Year.  1 

5. 

2  7. 

0  78. 

3. 

Means  of  5 

Years  1920- 

24.  . . 17 

9. 

11  9. 

0  52. 

67. 

IHF^IHTILE .  MORTALITY. 

i 

There  were 

three 

deaths 

of  infants  under 

one  year,  one  mf’Jle 

and  two  females. 

Two  1 

ieaths  were  caused  by  Whooping  Gough, and  one 

caused  by  premature  Birth. 

The  health  of  children  and  expectant  mothers  with  very  few 
exceptions  is  very  good, and  viAxere  ne9ded,advioe  and  help  is 
available  from  a  Lancaster  oentre.  All  mothers  and  babies  are 
regularly  visited  by  a  trained  ilurse,and  my  personal  experienoe  is, 
that  children  are  well  treated  in  your  area, and  no  oases  of  negleot  : 
have  oome  under  my  notice. 


IHI’]jJO:i?IOU3  MSBASE. 


DTuring  the  year  1925,  21  oas«s  of  infectious  disoas®  were 
reported,  18  Boarlot  S'ever,  1  Diphtheria,  1  Bnterio,  2  puerperal 
Fever,  The/  Scarlet  i'ever  oases  and  enterio  fever  v/era  removed  to 
the  Isolation  Hospital, and  I  an  glad  to  say  they  all  made  a  good 
recovery.  I  regret  to  report  that  one  case  of  Puerperal  Fever  di#d* 

It  was  found  necessary  to  close  the  School/s  at  Tuiisfeall, 
'iusrnmoro, Caton,Over  liellet  and  ,'iiittington  for  Measles, Scarlet 
Fever  and  Whooping  Oou^* 

TUBi^OULQSIS* 

Eftere  were  18  oases  of  '-uDeroulosis  re  ported  during  the  year 
8  Pulmonary,  10  non-pulmonary,  9  males  and  9  females , eight  of  which 
ended  fatally,  5  males  and  3  females.  Six  pulmonary,  2  non^Pulmonaiy* 

Speaking  generally  cases  of  Tuheroasisis  are  not  freq^uent ,and 
so  far  as  I  oann  find  out, are  not  acquired  locally, there  being  no 
factory  or  occupations  likely  to  predispose  to  this  disease*  ..’hen 
oases  are  reported  every  oare  is  taken  to  stamp  out  infection, and 
where  needed  to  give  aid  and  every  help  to  the  sufferers* 

QiUlOj^* 

There  were  five  deaths  from  malignant  disease,  1  male  and  4 
females,  two  less  than  the  previous  year* 

A  vigorous  campaign  is  being  carried  on  against  this  fell 
disease  uhrou^out  the  Oountry,and  l  have  no  doubt  that  a  remedy 
will  be  found  in  the  near  future, in  the  meantime  it  ^ould  be 
impressed  upon  the  public  that  Oanoer  Is  easily  cured  in  its  early 
stages, before  the  glands  become  infected, and  therefore  any  lump, no 
matter  how  small  and  painless ,  should  be  medically  examined  at  onoe* 

ISOLATION  HOSPITAL* 

Nineteen  oases  were  treated  in  this  Ins titution,vihioh  shows, in 
some  measure, its  usefulness, not  only  in  providing  eveiy  comfort  to 
the  patients,most  of  them  children, but  also  indirectly, of  preventing 
the  spread  of  infection* 

A  permanent  Nurse  had  been  appoint ed,Tfihicii  shoula  prove  an 
eoenomy,not  only  finanoially,but  also  in  preventing  damage  to  the 
furniture  etc. 

A  shed  has  been  erected  for  the  housing  of  the  Ambulaiioe,v5^ioh 
has  proved  a  great  oonvenienoe* 

A  eoheme  for  the  inorease  of  the  water  supply  is  under 
consider  at  ion,  and  will  shortly  be  taken  in  hand, 

mTfaiR  SUPPLY, 

In  dealing  with  the  Lunesdale  V/ater  Supply  it  must  be  kept  in 
mind  that  a  district  extending  on  one  hand  from  the  boundary  of 
Lancaster  to  Lov/gill,and  on  the  other  from  Littledale  to  Kirkby 
Lonsdale, it  is  impossible  to  speak  of  it, as  one  v/ould,of  a  supply  of 
a  large  town, where  there  is  frequently  only  one  source, and 
oonsquently  more  easily  controlleci.  As  a  matter  of  fact, one  supply  is 
derived  from  a  number  of  sources, viz Thirlm0re,Oaton  Reservoir, 

Ho  mby,  Vi  ray  (prlvate)Arkholme(  private )  other  villages  using  wells 
The  supply  at  Melling  has  been  improved  by  private  enterprise*  The 
j  supplies  obtained  are  good  and  euffioient,but  ,I  think, it  would  be  a 
\  great  oonvenienoe  if  all  the  supplies  in  the  smaller  hamlets  were 
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Inspect ®d  more  fr©qxiently,and  a  list  made  of  actual  and  possitlc  supplies 
wiiioh  oonld  "be  coded, and  kept  futtare  reference.  l‘liis  should  not, with 
local  help, be  a  diffioult  task./^lie  quality  of  tlcm  water  is  good,aiid  as 
I  have  pointed  out, in  previous /^ports,nc  tymotio  disease  has  been  traced 
to  it, during  the  fifteen  years'll  Iiave  seen  M.O.H.  The  well  ooased  at 
Low  Gill  some  sixteen  years  ago, has  been  re-opened, and  as  predicted, water 
oosning  as  it  does  from  a  gravelst rata, had  proved  of  the  hipest  quality, 

SSWAGS. 


Ihe  disposal  of  se7mga,on  the  i^olajia  well  attended  to, and  I  have 
■yii&a  no  oomplaints  regarding  it,thou^i  in  the  smaller  villages  privies  are, 
I  fear, overlooked, and  left  uncleansed  totil  the  last  moment.  The  means 
of  disposal  are  septic  tanks, both  private  and  public, filter  beds  and 
Cesspools.  In  some  villages  orude  sewage  is  disehiirged  into  the  various 
rivers, and  filter  beds  should  be  provided  where  possible.  Wray, 
Gressingham  and  Arkholme  are  the  worst  offenders  in  -this  respect.  Your 
attention  haA  been  drawn  to  tlio  sanitary  condition  of  Low  Gill  which  is 
practically  without  a  system  at  all,  A  scheme  is  under  consider  at  ion,  and 
should  be  energetically  pushed  forward.  The  ground  is  saturated  v/ith 
impTrriti0S,the  high  altitude  of  the  village  and  heavy  rain  falls  preventii 
an  outbreak  of  infeotioBjfi  I  consider  the  oase  urgent. 


SOAYSJIGIM. 


Scavenging  is  fairly  well  attended  to, excepting  in  the  smaller 
villages, where  I  fear  a  laok  of  energy  is  obs83Pvable, 

The  principal  means  of  disposal  to  i^lton,Oaton,Eomby,Wray  and 
ITethar  Kollet  is  don©  by  Contract  vdth  District  Ooancil,and  tip  fields 
are  provided  by  them. 


CQW  SHEiB  &  DAIRISS. 

Some  inprovement  might  be  made  in  some  of  the  cowsheds.  By  increased 
ll^t  and  ventilation, also  lavatory  basins  should  be  supplied  for  those 
milking  the  cows,  Very  few  famf(  houses  can  boast  ff  a  bath, and  it  is 
difficult  to  oonieoture  how  peirsonal  cleanliness  is  attended  to.  The 
supply  of  milk  sent  to  ne labouring  toms  shows  a  considerable  falling 
off, but  on  the  whole, as  far  as  one  oan  see, it  is  handled  in  a  cleanly 
and  careful  majmer. 


HQUSIi^G, 

Thirty- four  new  Houses  have  been  built  during  the  year, mostly  of  the 
J  Bungalow  type.  No  soheiae  had  been  adopted  by  your  Board, but  I  beg  to 
-  point  out  that  a  soaroity  of  cottages  exists  throughout  your  District, 
which  is  proved  by  the  keen  competition  when  a  vaoanoy  oooures.  The 
Inspection  of  houses  is  carried  out, but  it  would  faoilitate  my  work  if  a 
general  house  to  house  survey  were  made, and  reoorded, especially  in/  the 
fells, where  the  housing  aooommodation  is  old, and  frequently  gets  over 
looked,  Theohief  defects  which  one  finds  are  dampness, defective 
ventilation  end  light, 

I  am,B6ntlemeEn, 

Faithfully  Yours, 

B3RgEL?Bf  J.ACHESON.  M,0,H* 


April , 29th, 1926, 
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